As the doctor, knowing that the operation is likely to cause
the death of the patient Ranganayakulu. but not intending to
cause his death and intending in good faith performed the
operation with his consent, the doctor has not committed any
offence.

246.      Inter-State games were conducted in Lai Bahadur
Stadium and many students under 14-years of age came from
several States of the country and participated in the games.
During the course of a cricket match, the cricket ball hit the head
of the wicket keeper and he received a heavy bleeding injury.
Immediately, the boy was admitted in the Osmania General
Hospital. That boy belonged to Tamilnadu. The doctors felt that
it requires urgent operation, otherwise the boy might not survive.
Generally, while conducting any operation the consent of the
boy's parent or guardian is necessary and as the parents of the
boy were in Tamilnadu and as operation had to be conducted
immediately, the doctor conducted operation in good faith, for
the boy's benefit. Whether the doctor has committed any offence?

Under Section 92, I.P.C., nothing is an offence by reason of
any harm which it may cause to a person for whose benefit it
is done in good faith even without that person's consent, if the
circumstances are such that it is impossible for that person to
signify consent or if that person is incapable of giving consent
and has no guardian or other person in lawful charge of him
from whom it is possible to obtain consent in time for the
thing to be done with benefit provided that this exception
shall not extend to the intentional causing death or attempting
to cause death, or doing of anything which the person doing
it knows to be likely to cause death or voluntary causing of
hurt or abetment of any offence.

As the doctor has conducted the operation in good faith under
the circumstances that there is no time to obtain the boy's
parent's consent and as the operation is for the boy's benefit,
the doctor has committed no offence,

247.    There was a bomb blast incident in the third floor of
Vijaya Apartments. The third floor was badly damaged and it
was on flames. The inmates of the first and second floors came
out. Almost all the third floor residents also came out. But on the
third floor, two boys? Hari, aged 18 years and Giri aged 5 years
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